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30 April 1958 


C J'hT' ^ 


MEMORANDUM FOR THE FILE; 


SUBJECT; Programming of AS~4/AS~4A Tests 


1* On 28 April 1958# a meeting was held in Mr* office for 
the purpose of coordinating plans in the immediate future for the testing 
of the A£*4/AS~4A* Present were: 


For OC-E 


For OC-O&T 


For OC-O&T/aAB 


For OC-OAT/SB 


For 0C-S 


2 0 After brief discussions it was noted that through error Signal 
Center had not been asked to represent themselves and will be coordinated 
with immediately following the meeting* 


3* informed us of the plans for testing at He 

announced that the AS~4A- axnamt for the Potter Printer 9 was ready for 
delivery to He described the coming tests in four 
phases » 


25X11 


Phase A 


This test will be between Los Angeles and via radio 

(QFM)o The period is one week for 8 hours a day * On each day 
the 8 hour period will be moved up 4 hours# resulting in the 
eventual coverage of the 24 hour day during this w©ek 9 » test* 
Testing will be by ,9 BY°s f * and enciphered unclassified text* 


Phase B 


This Phase is also for one week and will utilise the s ©me 
circuitry as used in Phase A with the exception that local 
land line loops will be inserted between the BF and data 
terminals « This Phase should end approximately 15 May* 


, l >\] r • f\ - Tf A 

" ^ s-. i '4 l \ / i 

P-frn b r t ^ 
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, CONFIDENTIAL 

oUBJECT j ProgFEnming of AS4/AS «4A Test® 


Phaao C 

TAi» Fh&sd will also last one week and will duplicate Phase A 
except that a land line voice circuit will he substituted for the 
Lob Angelos/^ circuit.. In view of the present difficulty in 
obtaining the above referred to land line it it possible this Phase 
will be postponed until later* 

Phase I) 


During this Phase the data terminal will be moved to the "L" 
Building Signal Center., and the whole system will he tested for 

one more week. 

4. We were informed that the Potter Printer was scheduled for delivery 
on approximately 1 May. It is now known that considerable difficulty is 
being encountered in this equipment and that the above delivery date is 
unlikely. 


5* The follow ing support wil l he required oJ 
and concurred in by ~[ 


as understood 


a. The AS-4A will he installed in the back room of the receiver 

This K ? ac ® has ^°en cleared out by in anticipation 

of this installation* 

b. It would be expeeted that (engineer, 

will spend some time with the equipment for familiarization purposes. 

e. An "order wire" circuit to the West Coast will be required as 
described in a later paragraph. One CT/a will be required for approxi- 

1 K out D f each one hour during the period of the test. 

® u Pply the CT/r at the Los Angelee end,, 

_ . d * L— to Provide an Operations Training Officer and an Engineering 

raining Officer for two or three days during the test for famil iarixa- 
tion purposes * 

will make available the terminals for the necessary 

loop patches during Phase B of the test, 

6. It was agreed that visitors from outside C IA will be escorted in 
every ease when they visit Further, Chief J will be advised 

in advance of such visits and the sponsors will arrange for necessary 
clearances. These vieitore will not have access to facilities at the Base 
Station other than the AS-4A and or related equipment. It is expected that 
visitors would be brought in from the following sources; 


25X1 
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SUBJECT* P?ogre»aing of AS - 4 /AS - 4 A ?© 8 tsi 


a. 


two contrast representatives 


b Air Porco *“ Baprasentati?e from the Bono Air Develennent, 
Center 


Signal Corps 


A representative from the Office 
Signal Officer 


the Chief 


d, SS A 


““ Bepresantatives an arranged by 0C--S 


?“ The ' 0 * der " rire "' mentioned above will be e CT ci«mit > 

“ f UrinS - Ch h °- •* «» teat , ^ 

P f® vide / he signal plan for this order circuit. OC-S will ^ v ic- ‘ 
a brevity coae to enable more secure transmission of the test inf oration, 
| raaio operator will be used on the Los Anveles end 


neriod of E th- r ls 4 V't ^ t9sfcin « of th * SS-16 during the 

~ ~ 7 f * ho AS ’ 4A tests ain «e such tests would involve considerable 

be esB^ti t l ft l Ui f nea +i f* th ® £t was »<«TB«d that RS 16 tests might 

u6 essential during this period in virw of ^ ® 

program for this equipment ** *' MO,lt priorl ^ 

oxpressed^nl^thr!^/^ 7° akn f SGe6 of AS ~ 4A equipment. the opinion won 

SC r ^ ItiS 2S ^ th : ^ 

1 I Stated ohat two out of the o C^ a now in stock 


are functioning properly^ 



sc asr f ttd that if further problems arose during the test the 

Ao-4A cojEfnittoe would cell another meeting r„ «\ 

will * t . . a - uo vn8r meeting „ in any case another meat Inc 

wAjl be hela at the completion of the test * 


Distribution* (j^X 


ueputy Chief, OC-O&T 

0C “ E » \ ! 001 s > 1 - s/c, i - oc-p, i . d/co., > 

0C-0.1T/SB, 2 « OC « Q&T / A AB „ X - OC - O&T /KOEB , ' 1 


OC-O&T 

OC-O&T/kKMB 


5 EC--B~E 
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